

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

R. Periodic operating reports & related correspondence

9203100182 "Semiannual Effluent & Waste Disposal Rept for Jul-Dec 1991." W/920302
Itr.

BRAM.S.B Consolidated Edison Co. of New York, Inc. 91/12/31. 53pp. 60900:001-
60900:053.

9203110195 "Personnel Whole Body Exposures for CY91,Indian Point Units 2 & 3.W/
920228 Itr.

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/12/31. 4pp. 60897:026-
60897:029.

9203090422 Forwards "Fitness for Duty Program Performance Data" for Jul-Dec 1991.
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 92/03/02. Document Control
Branch (Document Control Desk). 7pp. 60868:166-60868:173.

S. Reportable occurrences, LERs & related correspondence

9203180378 Preliminary Part 21 rept on EDG jacket water/lube oil coolers w/excessive
corrosion in internal areas.Caused by galvanic corrosion between copper alloy tubes/
tubesheet, stainless steel divider plates & carbon steel channel head.
JACKSON.C.W, Consolidated Edison Co. of New York, Inc. 92/02/21. BRAM.S.B.
Consolidated Edison Co. of New York, Inc. 3pp. 60975:356-60975:358.

DOCKET 50-5 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR

F. Security, medical, emergency & fire protection plans

9203190206 Forwards rev to physical security plan.Rev withheld (ref
10CFR170.11(a)(4)).

SHIRLEY.D.A. Pennsylvania State Univ., University Park, PA. 92/03/10. Document
Control Branch (Document Control Desk). 1p. 61060:317-61060:317.

H. General correspondence

9203200103 Advises that author appointed to position of Senior Vice President for Re-
search & Dean of Graduate School,effective 920301,replacing CL Hosier.
SHIRLEY.D.A. Pennsylvania State Univ., University Park, PA. 92/03/10. Document
Control Branch (Document Control Desk). 1p. 61056:344-61056:344.

DOCKET 50-6 BATTELLE MEMORIAL INSTITUTE RESEARCH REACTOR

P. Operating license stage documents & correspondence

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor
Facility including.records re License R-36, R-72 & various byproduct matls
licenses.Forwards documents listed on App F & G.Search for add! records underway.
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/07/08. BRENNAN.D.F. Affiliation Not Assigned. 18pp. 61316:001-
61318:203.

-9203160003 Forwards listed applications for licenses.Applications should be returned
w/comments.W/o ends.

JOHNSON.L Atomic Energy Commission (Pre 750119). 59/01/13. BECK.C.K. Atomic
Energy Commission (Pre 750119). 1p. 61316:227-61316:227.

DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9203090049 Rev 0 to EPIP-730-3, "Emergency Planning Program Audits & Surveil-
lances," reflecting deletion of procedure since surveillances have been incorporated
into Dresden General Surveillance (GSRV) sys.
* Commonwealth Edison Co. 91 /02/22. 13pp. 60862:164-60862:176.

9203110025 Forwards rev 38 to Security Plan.Rev withheld (ref 10CFR73.21).
KOVACH.T.J. Commonwealth Edison Co. 92/02/20. Document Control Branch (Docu-
ment Control Desk). 1 p. 60897:285-60897:285.

9203300285 Rev 3 to EPIP 0730-T2, "Procedure Distribution Matrix for Emergency Re-
sponse Manuals."

*  Commonwealth Edison Co. 92/03/09. 24pp. 61174:327-61174:350.

9203200160 Acks receipt of 920220 Rev 38 to security plan.Rev consistent w/provi-
sions of 10CFR50.54(p) & acceptable for inclusion into plan.

GREGER.LR.   Region  1   (Post 820201).  92/03/12.  KOVACH.T.J. Commonwealth
Edison Co. 2pp. 61069:290-61069:291.

9203300366 Revs 02A to EPIP 200-T1. "BWR EALs." Rev changes pages 2 & 10 of

*  Commonwealth Edison Co. 92/03/13. 3pp. 61169:230-61169:232.

9203300290 Rev 1 to EPIP 0150-04, "High Radiation Sampling Sys GSEP Utilization
Guidance."

HOLMAN.R., SHARPER.D. Commonwealth Edison Co. 92/03/19. 22pp. 61198:289-
61198:310.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203020018 Forwards proprietary GE-NE-187-37-0991, "Shroud Support Access Hole
Cover SER for Dresden & Quad-Cities." SER withheld.

SCHRAGE.J.L Commonwealth Edison Co. 92/02/21. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 5pp. 60767:309-60767:313.

9203060079 Ack receipt of 920103 10CFR50.54(a) subrnittal proposing deletion of bien-
nial review of util nuclear plant procedures.NRC understands that util will withdraw
subrnittal.

MILLER.HJ. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison Co.
2pp. 60804:017-60804:018.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity,10CFR5Q.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203190316 Forwards Revs 0 to TID-E/I&C-10, "Analysis of Instrument Channel Set-
point Error & Instrument Loop Accuracy" & TID-E/I&C-20, "Basis for Analysis of In-
strument Channel Setpoint Error & Instrument Loop Accuracy."
PIET.P.L Commonwealth Edison Co. 92/03/09. SIEGEL.B.L. Office of Nuclear Reac-
tor Regulation, Director (Post 870411). 1p. 60990:020-60990:278.

-9203190322 Rev 0 to "Analysis of Instrument Channel Setpoint Error & Instrument
Loop Accuracy."

*   Commonwealth   Edison   Co.   TID-E/I&C-10   ROO.   92/03/19.   65pp.   60990:021-
60990:187.

-9203190324 Rev 0 to "Basis for Analysis of Instrument Channel Setpoint Error & In-
strument Loop Accuracy."

*   Commonwealth   Edison   Co.   TID-E/I&C-20   ROO.   92/03/19.   65pp.   60990:189-
60990:278.

9203180255 Provides update on corrosion monitoring programjn ref to Allegation Rlll-
87-A-0138 re structural integrity of fuel racks &/or concrete walls & stagnant condi-
tions of spent fuel pool.New monitoring program will be in place by 920630.
CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/10. DAVIS.A.B. Region 3 (Post
820201). 2pp. 60992:265-60992:266.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037  NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038  NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.ction zone.W/one oversize drawing.
